FIDLER’S GREEN MARINA, 
on Sydenham River. Wallaceburg, Ontario, Canada. 
Dockage for boats 19’ beam to 65’ lengths. Electricity, 
city water, supervised swimming pool, excellent cuisine, 
snack bar, food specialties. Deep water route from St. 
Clair River. Detroit Yacht Club Member. Dockage, 10c 
per lineal foot. 
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